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Message Text 



CONFIDENTIAL 

PAGE 01 KAMPAL 03261 311426Z 
53 

ACTION AF- 18 

INFO OCT-01 EUR-25 ISO-OO SCS-03 SCA-01 NEA-10 OC-06 CCO-OO 

PER-05 SY-10 OPR-02 SS-20 CIAE-00 INR-10 NSAE-00 

RSC-01 PC-15 AID-20 NSC-10 DRC-01 SSO-OO /158 W 

124727 

P R 310735Z OCT 73 
FM AMEMBASSY KAMPALA 
TO SECSTATE WASHDC PRIORITY 3270 
INFO AMEMBASSY NAIROBI 
AMEMBASSY BONN 
AMCONSUL STUTTGART 

CONFIDENTIAL KAMPALA 3261 

E.O. 11652: GDS 
TAGS: PFORUSUG 

SUBJECT: WITHDRAWAL OF OFFICIAL PERSONNEL 
REF: STATE 213965 

1. CONCUR ALL POINTS REFTEL. 

2. ELECTRIC POWER HAS BEEN OUT FOR 48 HOURS NOW IN ENTIRE 
EMBASSY HOUSE, WHEREIN US AND FRG CHANCERIES ARE BOTH 
LOCATED. FRG EMBASSY IS PROBABLY HAVING DIFFICULTY 
RECEIVING TRAFFIC FROM BONN. SINCE THEY DO NOT HAVE 
EMERGENCY GENERATOR, AS WE DO. 

KE F, LEY 



CONFIDENTIAL 



NNN 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973KAMPAL03261 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 

Executive Order: GS KEELEY 
Errors: N/A 
Film Number: n/a 
From: KAMPALA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 03/aaaaabqf. tel 

Line Count: 45 
Locator: TEXT ON-LINE 
Office: ACTION AF 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: STATE 21 3965 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14-Jan-2002 by willialo; APPROVED <04-Feb-2002 by golinofr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WITHDRAWAL OF OFFICIAL PERSONNEL 
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